ETag: "c4797b9f2f065a3b641989a90c67544a"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 11199
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: Judge Michael M. Mihm
x-archive-meta-case-name: USA v. Cole
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: ilcd
x-archive-meta-date-case-filed: 2010-12-21
x-archive-meta-docket-num: 1:10-cr-10129
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-pacer-case-num: 50983
x-archive-meta-referred-to: Magistrate Judge John A. Gorman
x-archive-queue-derive: 0
x-varnish: 685115299
x-upload-date: 2011-06-01T05:59:00.000Z
